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I.A;B, 7th Meeting 


COPY NO. 03 
(LIMITED DISTRIBUTION) 


CENTRAL INTELLIGENCE GROUP 
I NTELLI GENCE ADVISORY BOARD 


Minutes of Meeting held In Rook 2169 
New War Department Building 
on Monday, 26 August 1946, at 2:30 P.M. 


Lt. General Hoyt S. Vandenberg, Director of 
Central Intelligence, in the Chair 

/ 

MEMBERS PRESENT 

Colonel William A. Eddy, Special Assistant to 
the Secretary of State for Research and 
Intelligence 

Mcj. General Stephen J. Chamberlin, Director 
of Intelligence, W.D.G.S, 

Rear Admiral Thomas B. Inglis, Chief of 
Naval Intelligence 

Brig. General George C. McDonald, Assistant 
Chief of Air Staff-2 

Mr. C. H. Carson (representing Mr. J. Edgar 
Hoover, Director, Federal Bureau of 
Investigation) 


ALSO PRESENT 

Brig. General John A. Sanford, U.S.A. 

Dr. Kingman Douglass, Central Intelligence Group 
Mr. A. S. Buford, State Department 
Captain Ransom K. Davis, U . S. N . 

Colonel Charles E. Taylor, U.S.A. 

Colonel Robert Taylor III, U.S.A. 

Colonel E. J. Treacy, U.S.A. 

Lt . Colonel E. G. Edwards, U.S.A. 

Commander George McManus, Central Intelligence Group 


SECRETARIAT 

Mr. James S. Lay, Jr., Secretary, National 
Intelligence Authority 
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